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TIMER- - -MODEL 120 

‘‘ON” time adjustable in one second steps from one second to 110 seconds. 

Remains in the “OFF” condition until the “reset” switch is activated and the unit started 
again. 


Front panel AC receptacle with indicator light 

f'* 1 ’ " . .. 

— up to 500 watt load. 


“Auxiliary” contacts available on front panel. 
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Sturdy enameled steel case 5" x 6" x 7". 
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VERY LOW prices and ruggedness make it 
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especially suitable for use by students. " '1 

MODEL 120 

C. J. APPLEGATE & CO.. INC. 19 $64 5 ° 

1840 -24th St. 

10-24 49.50 

Boulder, Colo. 80302 

25-49 44.00 

Phone 303-442-8750 

50-99 39.95 
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CENTRAL INTELLIGENCE P 
AGENCY 



The Central Intelligence Agency offers pro- 
fessionally challenging careers for psychol- 
ogists with training and experience in clini- 
cal, counseling, industrial, and/or social 
psychology. Ph.D or equivalent required. 
Positions are in an expanding program of 
psychological services advising manage- 
ment on the positive use of an individual’s 


abilities, skills, interests, and personality 
characteristics. Research opportunities 
(and facilities), and opportunities for con- 
tinued professional development available. 
Entering salary dependent upon training 
arid experience. Fringe benefits include 
periodic pay increases, retirement, leave, 
and insurances. Submit detailed resume to 


Director of Personnel, Attention: Medical Staff 
2430 E Street, N.W., Washington, D.C. 20505 
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